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Start Point: About 4km north 
of Clonakilty town, via N7 1 from 
Cork city (50km) or east from 
Skibbereen on the N7I (30km) 
Park near pub in Shannonvale. 
A scenic winter loop in the 
Argideen valley. Easy going but a 
few steps to be climbed to access 


Templebryan Neolithic monuments. Difficulty: 

Waterproof boots, if there is rain. 


Distance: 6.5km (about 2 hours) 


Map: OS Sheet 89. 
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